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1* The reported results of examination of the oxalic acid sample are as 
follows s 

a» The product meets all American Chemical Society ACS specifications 
for oxalic acid of analytical reagent grade* 

b* The closure of the bottle in which the sample was exported is 
inferior to American practice in that the screw-cap was fitted 
with a relatively porous liner instead of a hard-glazed liner 
as is employed in USA practice 
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